Certificate of Registration 


(Quality Management System) 


QFS MANAGEMENT SYSTEMS LLP 
This is to Certify that the Quality Management System of 


LEADING PROTECTION FOR SECURITY GUARDS 


RIYADH, AL FAYIHA, ABU UBAIDAH STREET, 14254 SAUDI ARABIA 


Has been found to be of the Quality Management System Standard 
ISO 9001:2015 


This certificate is valid for the following product or service range 


PROVIDING SECURITY SERVICES. 
TAF Code: 35 


Certificate Number: SCC/INT/2406LR/6291 Surv. Audit on or Before: 26.05.2025 


Initial Date of Certification: 27.06.2024 Re-certification Due on: 26.06.2027 


Date of Certificate: 27.06.2024 
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The validity of certificate is subject to regular surveillance audit on or before above mentioned dates and its only valid 
after successful surveillance with continuation letter issued by QFS. It is issued subject to the continued availability of 
access at any time and without notice to the above named organization's premises for the purpose of assessment 


and surveillance regarding the standard named above and QFS terms and conditions. 


QFS MANAGEMENT SYSTEMS LLP 


A-27/H, Sector-16, Noida-201301, U.P., India 
www.qfscerts.com 
email: admin@qfscerts.com 
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